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Programming Tait TM8105 Data Radios 


Description: 


The Tait TM8105 data radio is a perfect option for packet operation 1200-9600 baud. 


Front Panel DB9 (Male) Programming Port Pinout: 


IMPORTANT: The programming interface is +3.3V TTL logic and should not be 
programmed with +5V or RS232 level serial. Doing so risks damaging the interface. 
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